Message 


From: KaneOl, Peter (DPH) [/0=C0M MON WEALTH OF MASSACHUSETTS/OU=MASSMAIL- 

01/CN=RECIPIENTS/CN=PETER.KANE01] 

Sent: 6/3/2011 7:30:31 PM 

To: Hanchett, James (DPH) [/0=C0MM0NWEALTH OF MASSACHUSETTS/OU=MassMail- 

01/cn=Recipients/cn=James.Hanchett] 

Subject: Mass Spec in Jamaica Plain 

Hi Jim, 

This is Pete Kane from the CT lab in town. Julie asked me to get in touch with you regarding getting the mass spec out to 
you. Please give me a call Monday and we can set it up. 

Thanks Pete 

Peter J. Kane 

Chemical Threat Response Laboratory 
Commonwealth of Massachusetts 
Department of Public Health 
305 South St. 

Boston, MA. 02130 
Tel: 617-983-6694 

cdiHHi 

Fax: 617-983-6662 
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